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Philip Warwick, who had so contemptuously criticised the cut of his clothes in 1640, attributed the improvement in his appearance to a better tailor as well as to converse with better company. But even then a young Royalist fresh from the French Court described the Protector as " plain in his apparell," and " rather affecting a negligence than a genteel garb." The Protector's household was naturally organised on a more magnificent scale than that which had sufficed him as GeneraL The sum allowed for its maintenance was sixty thousand pounds during the first Protectorate, and a hundred thousand pounds during the second. But many other expenses were defrayed from this fund, and Cromwell spent a large amount in charity; according to one biographer as much as forty thousand pounds a year. Speaking of the Protector's second installation, and the increased state which was its consequence, Sir Philip Warwick says: " Now he models his household so that it might have some resemblance to a Court, and his liveries, lackies, and yeomen of the guard are known whom they belong to by their habit/* The forty or fifty gentlemen employed in the internal service of Whitehall and Hampton Court, or in attendance upon the Protector's person, wore coats of grey cloth with black velvet collars, and black velvet or silver lace trimming. And besides these "yeomen of the guard " he had the life-guard of horse which has been mentioned before. All this show and state offended many rigid Puritans, to whom even the semblance of a Court was hateful. Others held that it was " necessary for the honour of